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Wilton® MULTI-GRIP™ Standard Program 

• Exclusive ONETOUCH™ jaw releases levers for quick setup 

• Ergonomic in-line trigger handle for one handed clamping action 

• Reversible front jaw allows for spreading capabilities 

• 360° PORTALOCK™ base holds standard MULTI-GRIP™ 
and most standard bar clamps 

• Made of high impact, reinforced composite resin 


wiimr 


Stock 

Number 

Description 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

60706 

6" Bar Clamp/12"—21" Spreader 

7.7 

2 

60712 

12" Bar Clamp/12"-27" Spreader 

8.4 

2 

60718 

18" Bar Clamp/12"-33" Spreader 

8.86 

2 

60689 

18" Bar Clamp/12"-33" Spreader, 2 pack 

12.32 

2 

60724 

24" Bar Clamp/12"-39" Spreader 

9.02 

2 

60730 

30" Bar Clamp/12"-45" Spreader 

10.34 

2 

60736 

36" Bar Clamp/12"—51" Spreader 

11.11 

2 

60750 

50" Bar Clamp/12"-65" Spreader 

13.54 

2 M 

60924 

6-piece Accessory Set—Gluing, Miter & Pipe Pads 

4.8 

2 

60925 

8-piece Miter Kit—Miter Pads (4 pair) 

2.09 

2 

60926 

PORTALOCK™ Base 

4.53 

2 

60927 

8-piece Woodworking Kit—Gluing (2 pair), Miter (2 pair) 

8.93 

2 

60685 

HOLDING SYSTEM (12" Bar Clamp/Spreader, PORTALOCK™ Base) 

12.65 

2 




60712 — Clamp position 


Wilton® MULTI-GRIP™ Mini Program 

• All the same great features as our standard size MULTI-GRIP™ Bar Clamp/Spreader in a smaller size 

• Specially designed for light home repair, woodworking and crafts 

• May be combined with the Mini PORTALOCK™ base to provide a lightweight, yet sturdy, Mini Holding System 


Stock 

Number 

Description 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

60906 

6" MINI Bar Clamp/8-1/2"-17" Spreader 

3.92 

2 

60691 

6" MINI Bar Clamp/8-1/2"-17" Spreader 

11.66 

6 

60912 

12" MINI Bar Clamp/8-1/2"-23" Spreader 

4.18 

2 

60692 

12" MINI Bar Clamp/8-1/2"-23" Spreader, 2 pack 

12.76 

6 

60915 

15" MINI Bar Clamp/8-1/2"—26" Spreader 

4.4 

2 

60918 

18" MINI Bar Clamp/8-1/2"—29" Spreader 

4.62 

2 

60932 

MINI PORTALOCK™ Base 

4.62 

2 

60686 

MINI HOLDING SYSTEM (6" MINI Bar Clamp/Spreader, MINI PORTALOCK™ Base) 

4.95 

2 



60912 — Spreader Position 


Wilton® MULTI-GRIP™ Micro Program 

• All the same great features as our standard size and mini MULTI-GRIP™ Bar Clamp/Spreaders, in an even smaller size 

• Specially designed for hobbies, crafts, and delicate work 


Stock 

Number 

Description 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

60745 

5" MICRO Bar Clamp/4-3/4"—11" Spreader 

2.38 

10 

60690 

5" MICRO Bar Clamp/4-3/4"—11" Spreader 

3.87 

6 

Wilton® MULTI-GRIP™ Ratcheting Clamp Program 

• Designed for quick and easy clamping wherever it's needed 

• Non-marring pads protect delicate work surfaces 

Stock 


Ship Weight 

Carton 

Number 

Description 

Each (lbs.) 

Pack 

60701 

1" Ratcheting Clamp 

1.76 

6 

60702 

2" Ratcheting Clamp 

4..41 

6 

60703 

3" Ratcheting Clamp 

5.07 

6 

60693 

2-piece Ratcheting Clamp Set, 1" 

3.48 

6 

60694 

2-piece Ratcheting Clamp Set, 2" 

8.8 

6 

60695 

4-piece Ratcheting Clamp Set, 1" and 2" (2 each) 

11.44 

6 

60696 

4-piece Ratcheting Clamp Set, 1-1/2" and 2" (2 each) 

13.2 

6 



60745 — Clamp Position 



Phone - 1-888-804-7129 • Fax - 1-888-605-2101 • e-mail - wmh@wmhtoolgroup.com • www.wmhtoolgroup.com 





































WIW 



Wilton® 40 Series Drop Forged C-Clamps 

Extra heavy-duty, partial closing. 

• Drop-forged frame is heat-treated for greater strength 

• Full length, large diameter spindles are hardened to prevent bending 
while protecting threads 


Stock 

Number 

Opening 

Capacity (in.) 

Throat 

Depth (in.) 

Min. Proof 
Test (lbs.) 

Spindle 
Diameter (in.) 

Ship Weight 
Each (lbs.) 

Partial Closing Spindle 





27204 

1/4-2 

1-7/8 

12,500 

3/4 

3-3/4 

27205 

1/4-3-1/4 

2-1/2 

16,250 

7/8 

6-1/2 

27206 

1/2-4-1/2 

2-3/4 

20,000 

7/8 

10 

27207 

2-1/4-5-1/2 

3-1/8 

23,800 

7/8 

13 

27208 

1-1/2-6-1/2 

3-3/8 

27,500 

1-1/8 

17 

27209 

3-1/2-8-1/2 

3-3/4 

31,250 

1-1/8 

24 

27210 

6-1/4-10-1/2 

4-1/8 

35,000 

1-1/8 

29 

27211 

7-1/2-12-1/2 

4-1/2 

40,000 

1-1/8 

40 



Wilton® "O" Series — Extra Heavy-Duty C-Clamps 


The full closing, extra heavy-duty models are designed to stand up to the 
demands of heavy industrial applications like those encountered in ship 
building 

With minimum proof test lbs. ranging up to 40,000 lbs., machined, square 
spindle heads stand up to heavy wrench tightening use 

Special quality steels are utilized in the forged construction of the 
frames, while spindles are machined from a single piece of square, cold 
drawn steel, hardened and tempered and are black-oxide coated 


Replacement Parts 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Spindle 
Diameter (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

Spindle 

Assembly 

14509 

0 F.C. 

0-3/4 

3/4 

3/8 

2,800 

1/2 

1 

20201-35 

14518 

1 F.C. 

0-1-7/16 

1-1/8 

7/16 

5,600 

1-1/4 

1 

20202-35 

14527 

1-1/2 F.C. 

0-1-7/8 

1-5/8 

5/8 

8,750 

2 

1 

20203-35 

14536 

2 F.C. 

0 - 2-3/8 

1-3/4 

3/4 

12,500 

4-1/4 

1 

07142-35 

14545 

3 F.C. 

0 - 3-3/8 

2-3/8 

7/8 

16,250 

7-1/4 

1 

07161-35 

14554 

4 F.C. 

0-4-1/2 

2-3/4 

7/8 

20,000 

10-3/4 

1 

07147-35 

14563 

5 F.C. 

0-5-1/2 

3-1/8 

7/8 

23,800 

13-1/4 

1 

07162-35 

14572 

6 F.C. 

0-6-1/2 

3-3/8 

1-1/8 

27,500 

18 

1 

07149-35 

14581 

8 F.C. 

0-8-1/2 

4-1/8 

1-1/8 

31,250 

25-3/4 

1 

07150-35 

14590 

10 F.C. 

0-10-1/2 

4-1/8 

1-1/8 

35,000 

32-1/2 

1 

07151-35 

14599 

12 F.C. 

0-12-1/4 

4-1/4 

1-1/8 

40,000 

41-1/2 

1 

07152-35 
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Wilton® 100 Series Heavy-Duty C-Clamps 

• Recommended for heavy industrial and construction job site 
demands, the heavy-duty models are some of the toughest 
products available for their weight-to-strength ratio 

• 100 Series model frames are forged of superior quality steels 

• Spindles are turned from single pieces of square bar stock, 
and thread modified National Course for superior clamping 
force and are black-oxide coated 

• Perma-Pad® is standard and is also black-oxide coated 



Replacement Parts 


Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad® 

Spindle 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

14114 

102 

0-2 

1-1/2 

9/16 

7,500 

1-3/4 

1 

2901300 

1700010 

14128 

103 

0-3 

2 

5/8 

8,750 

3 

1 

2901300 

1700020 

14142 

104 

0-4 

2-3/8 

3/4 

10,000 

4-3/4 

1 

2901310 

1700030 

14156 

106 

2-6 

2-1/2 

3/4 

11,250 

6-5/8 

1 

2901310 

1700030 

14170 

108 

4-8 

2-5/8 

3/4 

12,500 

7-1/2 

1 

2901310 

1700030 

14184 

110 

6-10 

2-3/4 

3/4 

13,750 

9-3/4 

1 

2901310 

1700030 

14198 

112 

8-12 

2-7/8 

3/4 

15,000 

11-7/8 

1 

2901310 

1700030 


JET® Heavy-Duty C-Clamps 



Drop-forged alloy steel with reinforced corners 
Screw is carefully machined and heat-treated 
Sliding pin handle and ball-joint replaceable swivel pad c 
Meets Federal Specification No. GGG-C-406D 

Available in standard type screw or copp i 
welding industry 


540902 

CC-2(CS) 

540802 


II# 

^^8 

1/2 

1-1/4 

1-15/16 

3,000 

2 

20 


CC-3(CS) 

540803 ( 


S2-p6 

3-1/4 

9/16 

1-5/8 

2-15/16 

3,000 

2-1/2 

10 


CC-4(CS) 

540804 ^ 


^4-1/16 

4-5/8 

11/16 

2-1/16 

4-1/16 

3,500 

3 

10 














CC-8(CS) 

540808 ^ 










540910 

CC-IO(CS) 540810 

10 

9-1/2 

10-5/8 

15/16 

5 

9-1/2 

6,500 

13 

10 

540912 

CC-12(CS) 540812 

12 

11-1/2 

12-3/4 

1-1/8 

5-1/4 

11-1/2 

8,300 

16 

5 
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Wilton Exclusive 
Perma-Pad® 


Wilton® 400 Series Drop Forged C-Clamps 


Industry's top choice for maintenance, production 

and repair operations. 

• Drop-forged steel frame, regular-duty with 
extra deep-throat 

• Black-oxide coated spindles and Perma-Pad® 
resist corrosion, and are replaceable 

• Innovative frame geometry for maximum strength 

• Also available with exclusive Wilton-Grip® handle for 
increased clamping speed and comfort 


Replacement Parts 


Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad 

Spindle 

Number 


Capacity (in.) Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

14214 

402 

0-2-1/8 

2-1/4 

9/16 

3,500 

2 

1 

2901300 

1701080 

14228 

403 

0-3 

2-1/2 

9/16 

3,500 

3 

1 

2901300 

1701160 

14242 

404 

0-4-1/4 

3-1/4 

3/4 

6,200 

4 

1 

2901310 

1700150 

14256 

406 

0-6-1/16 

4-1/8 

3/4 

6,600 

6 

1 

2901310 

1700170 

14270 

408 

0-8-1/4 

5 

3/4 

6,900 

7 

1 

2901310 

1700190 

14284 

410 

2-10-1/8 

6 

3/4 

8,000 

11 

1 

2901310 

1700190 

14298 

412 

2-12-1/4 

6-5/16 

7/8 

9,300 

15 

1 

2901310 

1700220 

400 Series Clamp with Wilton-Grip® 

Handle 







63153 

404-STG 

0-4-1/4 

3-1/4 

3/4 

6,200 

4 

1 

2901310 

1700150 

63154 

406-STG 

0-6-1/16 

4-1/8 

3/4 

6,600 

6 

1 

2901310 

1700170 

63155 

408-STG 

0-8-1/4 

5 

3/4 

6,900 

7 

1 

2901310 

1700190 



Wilton-Grip® Handles 

• Soft rubber handle press fits over T-handle to provide 
comfortable grip 

• Press on middle or on the end of T-handle for 
greater torque 

• Clamps close up to 50% faster when used with 
Wilton-Grip® handles 


400 Series Wilton-Grip® 

Stock Model 

Number 

Handle 

Fits Clamp 

No. 

Handle 
Length (in.) 

Spindle 
Diameter (in.) 

Cross Bar 
Diameter 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

63180 

STGA 

402, 403 

3-5/8 

5/8 

5/16 

1 

4 

63181 

STGB 

404 

5-1/8 

9/16 

5/16 

1 

4 

63182 

STGC 

406 

6-1/8 

3/4 

3/8 

1 

2 

63183 

STGD 

408,410 

6-5/8 

3/4 

3/8 

1 

2 
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Hargrave® 400 Series Drop-Forged C-Clamps 

Drop-forged, regular-duty with extra deep-throat. 

• Improved frame design allows for a higher proof test, 
greater throat depth, and lower overall weight 

• Acme rolled spindle threads provide maximum strength 
and clamping force 

• Exceptional value and performance 



Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

20301 

H402 

0-2 

2 

1/2 

3,500 

2 

1 

20302 

H403 

0-3 

2-3/8 

5/8 

3,500 

2 

1 

20303 

H404 

0-4 

2-3/4 

3/4 

6,200 

3 

1 

20304 

H406 

0-6 

3-5/8 

3/4 

6,600 

5 

1 

20305 

H408 

CD 

1 

CO 

4-1/2 

3/4 

6,900 

9 

1 

20306 

H410 

0-10 

5-3/8 

7/8 

8,000 

11 

1 

20307 

H412 

0-12 

5-3/4 

7/8 

9,500 

14 

1 


Wilton® 400-SF Series Forged, High Visibility Grooved Anvil C-Clamps 



Drop-forged, regular-duty with extra deep-throat. 

• Coated in high-visibility yellow which conforms to the OSHA safety 
color standard for physical hazards regulation no. 1910.144 

• Powder-coated paint resists scratches and corrosion while providing 
a tough, durable finish 

• Spindles are precision cut alloy steel, single lead, acme threaded for 
continuous smooth operation; black-oxide coated for corrosion resistance 


Replacement Parts 


Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad® 

Spindle 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

14300 

402-SF 

0-2-1/8 

2-1/4 

9/16 

3,500 

2 

1 

2901300 

1701080 

14301 

403-SF 

0-3 

2-1/2 

9/16 

3,500 

3 

1 

2901300 

1701160 

14302 

404-SF 

0-4-1/4 

3-1/4 

3/4 

6,200 

4 

1 

2901310 

1700150 

14303 

406-SF 

0-6-1/16 

4-1/8 

3/4 

6,600 

6 

1 

2901310 

1700170 

14305 

408-SF 

0-8-1/4 

5 

3/4 

6,900 

7 

1 

2901310 

1700190 

14306 

410-SF 

2-10-1/8 

6 

3/4 

8,000 

11 

1 

2901310 

1700190 

14307 

412-SF 

2-12-1/4 

6-5/16 

7/8 

9,300 

15 

1 

2901310 

1700220 


Hargrave® 400-CS Series High Visibility Forged C-Clamps 

Drop-forged, regular-duty with extra deep-throat. 

• Spatter resistant copper plated spindle 

• Exceptional value high-visibility welding clamps 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 
Depth (in.) 

Spindle 
Diameter (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

20479 

H402CS 

0-2 

2 

1/2 

3,500 

2 

1 

20481 

H403CS 

0-3 

2-3/8 

5/8 

3,500 

2 

1 

20483 

H404CS 

0-4 

2-3/4 

3/4 

6,200 

3 

1 

20484 

H406CS 

0-6 

3-5/8 

3/4 

6,600 

5 

1 

20485 

H408CS 

0-8 

4-1/2 

3/4 

6,900 

9 

1 

20486 

H410CS 

0-10 

5-3/8 

7/8 

8,000 

11 

1 

20487 

H412CS 

0-12 

5-3/4 

7/8 

9,500 

14 

1 



Wilton Exclusive 
Perma-Pad® 
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Series Welding Forged C-Clamps 

Drop-forged, regular-duty with extra deep-throat. 

• Same features as Wilton® 400 series, except 
for copper plated spindles and Perma-Pad® for 
resistance to welding spatter and corrosion 

Replacement Parts 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 
Depth (in.) 

Spindle 
Diameter (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

Perma-Pad® 

Complete 

Spindle 

Assembly 

14215 

402-P 

0-2-1/8 

2-5/8 

9/16 

3,500 

2 

1 

2901330 

1701090 

14229 

403-P 

0-3 

2-1/2 

5/8 

3,500 

3 

1 

2901330 

1701110 

14243 

404-P 

0-4-1/4 

3-1/4 

3/4 

6,200 

4 

1 

2901340 

1700160 

14257 

406-P 

0-6-1/16 

4-1/8 

3/4 

6,600 

6 

1 

2901340 

1700180 

14271 

408-P 

0-8-1/4 

5 

3/4 

6,900 

7 

1 

2901340 

1700210 

14285 

410-P 

2-10-1/8 

6 

3/4 

8,000 

11 

1 

2901340 

1700210 

14299 

412-P 

2-12-1/4 

6-5/16 

7/8 

9,300 

15 

1 

2901340 

1700230 



Wilton Exclusive 
Perma-Pad® 



Wilton® 400-SEP Series Slipnot® C-Clamps 

Drop-forged, regular-duty with extra deep-throat. 

• Grooved anvil, combined with a deeply serrated Perma-Pad® 
on the spindle, for increased gripping power 

• Spindles and Perma-Pad® are copper plated for resistance 
to welding spatter and corrosion 

Replacement Parts 


Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad® 

Spindle 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

15978 

402SEP 

0-2-1/8 

2-5/16 

9/16 

3,500 

2 

1 

2907730 

1701090 

15979 

403SEP 

0-3 

2-1/2 

5/8 

3,500 

3 

1 

2907730 

1701110 

15980 

404SEP 

0-4-1/2 

3-1/4 

3/4 

6,200 

4 

1 

2907740 

1700160 

15981 

406SEP 

0-6-1/16 

4-1/8 

3/4 

6,600 

6 

1 

2907740 

1700180 

15982 

408SEP 

0-8-1/4 

5 

3/4 

6,900 

7 

1 

2907740 

1700210 

15983 

410SEP 

2-10-1/8 

6 

3/4 

8,000 

11 

1 

2907740 

1700210 

15984 

412SEP 

2-12-1/4 

6-5/16 

7/8 

9,300 

15 

1 

2907740 

1700230 



Wilton® 4400 Series C-Clamps 

Drop-forged, regular-duty, extra deep-throat. 

• The "square-throat" design of the 4400 series means 
capacity. The Wilton® 4 M 4400 model offers more throat 
depth than most conventional 6 M clamps, and the 
6 M and 8 M models yield 37% more throat depth than 
standard deep-throat C-Clamps. 


Replacement Parts 

Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad® 

Spindle 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

14350 

4404 

0-4 

4 

3/4 

4,100 

4-5/8 

1 

2901310 

1700150 

14375 

4406 

0-6 

5 

3/4 

5,400 

6-5/8 

1 

2901310 

1700170 

14400 

4408 

2-8 

6 

3/4 

5,900 

10-1/2 

1 

2901310 

1700170 
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Wilton® Super-Junior® Forged C-Clamps 

• Frames made of forged steel for extra strength 

• Stronger than pressed steel or malleable clamps 

• Steel screws are zinc plated for longer life 


n 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 
Depth (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

21301 

50 

0-1 

1 

500 

1 

12 

21302 

51 

0-1 

1-1/2 

500 

1 

12 

21303 

52 

0-1-1/4 

1-1/4 

800 

1 

12 

21304 

53 

0-1-1/2 

1-1/2 

800 

1 

12 

21305 

54 

0-2 

1-1/4 

875 

1 

6 

21306 

55 

0-3 

1-3/8 

1,100 

1 

6 

21307 

56 

0-2-1/2 

2-1/2 

850 

1 

6 



Wilton® 800 Series Forged C-Clamps 

Drop-forged, regular-duty with standard-throat depth. 

• A value alternative for clamping, not requiring as much 
throat depth or clamping pressure as a 400 series clamp 

• Drop forged, equipped with Wilton® Perma-Pad® and 
a precision-cut, single-lead acme thread 



Wilton Exclusive 
Perma-Pad® 


Replacement Parts 


Stock 

Model 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Carton 

Perma-Pad 

Spindle 

Number 


Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

Pack 

Complete 

Assembly 

14714 

802 

0-2 

1-13/16 

9/16 

2,700 

2 

6 

2901300 

1701080 

14728 

803 

0-3 

1-15/16 

9/16 

3,000 

2 

6 

2901300 

1701160 

14742 

804 

0-4 

2-5/16 

5/8 

3,700 

3 

6 

2901300 

1700750 

14756 

806 

0-6 

2-15/16 

5/8 

4,500 

4 

6 

2901300 

1700740 

14770 

808 

0-8 

3-7/16 

3/4 

5,200 

7 

1 

2901310 

1700190 

14784 

810 

1-1/2-10 

3-3/4 

3/4 

6,000 

9 

1 

2901310 

1700190 

14798 

812 

1-1/8-12 

3-7/8 

3/4 

8,000 

12 

1 

2901310 

1700630 


Hargrave® 566/568 Junior™ C-Clamp Series 


• Ductile/malleable iron castings are desired for close work in 
pattern and mold making 

• Used extensively in the aircraft/aerospace industry because of 
their weight-to-strength ratio 

• Also available with nylon caps on the tips, as well as nylon 
inserts which are securely fixed to the foot of the clamp 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

22105 

H566 

0—1 -1/4 

1-1/4 

450 

1/4 

72 

With Nylon Caps and Nylon Inserts 

22115 

H566N 

0—1 -1/4 

1-3/16 

550 

1/4 

72 

22116 

H568N 

0-2-1/2 

2-5/16 

550 

3/4 

24 
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Wilton® 540A Series Carriage C-Clamps 

• Frames made from high strength ductile iron castings 

• Sliding pin (vise type) handle, single acme thread rolled 
spindle and oscillating ball and socket tip 



Wilton Exclusive 
Perma-Pad® 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 
Depth (in.) 

Spindle 
Diameter (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

22001 

540A-2-1/2 

0-2-1/2 

1-3/4 

1/2 

1,110 

1 

6 

22002 

540A-3 

0-3 

1-7/8 

1/2 

1,800 

2 

6 

22003 

540A-4 

0-4 

2-1/16 

5/8 

2,150 

3 

6 

22004 

540A-5 

0-5 

2-1/2 

5/8 

2,250 

3 

6 

22005 

540A-6 

0-6 

2-3/4 

5/8 

2,450 

4 

6 

22006 

540A-8 

0-8 

3-1/4 

3/4 

2,750 

5 

1 

22007 

540A-10 

0-10 

3-5/8 

7/8 

2,850 

8 

1 

22008 

540A-12 

0-12 

3-5/8 

7/8 

2,850 

8 

1 

22009 

540A-14 

0-14 

3-3/4 

7/8 

2,850 

11 

1 



Columbian® 140 Series Carriage C-Clamps 

Most popular C-clamp style for over 50 years 

Rugged ductile iron frames with black-oxide screws, swivels 
and sliding crosspin handles 

The "original" carriage clamp designed for the home craftsman, 
woodworker and light industrial service 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Min. Proof 
Test (lbs.) 

Spindle 
Diameter (in.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

41405 

143C 

0-3 

2 

1,430 

7/16 

1 

12 

41406 

144C 

0-4 

2-3/4 

1,535 

1/2 

2 

6 

41407 

145C 

0-5 

3 

1,225 

5/8 

3 

6 

41408 

146C 

0-6 

3-1/4 

1,400 

5/8 

3 

6 

41409 

148C 

0-8 

4 

1,700 

3/4 

4 

6 

41411 

141C 

0-1 

1-1/16 

645 

1/4 

1 

12 

41416 

141-1/2C 

0-1-1/2 

1-1/2 

820 

5/16 

1 

12 

41421 

142C 

0-2 

1-1/8 

800 

5/16 

1 

12 

41423 

1422C 

0-2-1/2 

1-7/16 

850 

3/8 

1 

12 

41426 

142-1/2C 

0-2-1/2 

2-1/2 

1,005 

3/8 

1 

12 
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Wilton® 43 Series, Heavy-Duty, Deep-Throat C-Clamps 


Spindles are made of special bronze alloy (solid, not plated or coated) that 
resists weld spatter 

The acme rolled spindles are large in diameter to prevent bending or breaking 
Oscillating (ball and socket) tip is steel—built to last, won't fall off 
Frames are drop forged steel, and drilled for ground connections 


eaking I 

i ^ t Ti| 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Spindle 
Diameter (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

20601 

H43-4 

0-4 

2-1/2 

7/8 

10,000 

4-3/4 

20602 

H43-6 

0-6 

2-3/4 

1 

11,250 

6-1/3 

20603 

H43-8 

2-3/16-8 

2-3/4 

1 

12,500 

7-1/2 


Wilton® 48 Series Deep-Reach Superclamp® 


• Drop-forged steel frame and unique design make this an excellent clamp for 
users with deep-reach requirements and medium service clamping capacity 


Stock 

Opening 

Throat 

Spindle 

Min. Proof 

Ship Weight 

Number 

Capacity (in.) 

Depth (in.) 

Diameter (in.) 

Test (lbs.) 

Each (lbs.) 

21201 

0-6 

8 

5/8 

2,200 

8-3/4 

21202 

0-8 

12 

3/4 

1,800 

11-1/2 

21204 

0-12 

16 

3/4 

1,500 

19-1/2 



Columbian® 3-Way Edging Clamp 

• Provides a convenient and practical method 
for applying "right angle" pressure to the edge 
or side of work for holding or replaring 
molding, trim and decorative strips 

• Rugged, bright plated frames with steel 
screws, swivels and sliding crosspin handles 


Stock Opening Throat Ship Weight 

Number Capacity (in.) Depth (in.) Each (lbs.) 

42430 2-1/2 F3/8 1 
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Columbian® Deep-Reach C-Clamps 



• Deep-reach pattern, ductile/malleable iron casting frames are designed 
especially for model and pattern making, aircraft constructing and other 
medium clamping options 

• The 250 Series is an inexpensive light service, deep-reach clamp featuring 
ductile iron castings, black-oxide spindle and sliding pin 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

42510 

251 

0-1 

3 

350 

1/4 

12 

42520 

252 

0-2 

3-1/2 

450 

1/2 

12 

42525 

252-1/2 

0-2-1/2 

4 

600 

1 

12 

42530 

253 

0-3 

4-1/2 

700 

1-1/4 

12 


Columbian® Deep- and Extra-Deep-Reach 
Heavy-Duty Carriage Clamps 

• Deep-reach pattern, ductile iron casting frames 

• Single acme threaded black-oxide screws designed for constant 
clamping pressure 

• The 245 and 246 Series offer a fine pitch black-oxide spindle designed for 
constant and accurate clamping 

• Oscillating ball and socket tip and sliding pin 


Stock 

Number 

Model 

Max 

Opening (in.) 

Throat 

Depth (in.) 

Test 

Load (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

42450 

245 

2-1/2 

4-3/4 

1,600 

2 

6 

42460 

246 

2-1/2 

6-1/4 

1,600 

2-1/4 

6 




Wilton® Instant Action C-Clamps 



• Light-duty C-clamps designed for the home craftsman 

• Disengage screw with thumb pressure only 

• Apply or release clamp pressure easily 


Stock 

Opening 

Throat 

Spindle 

Ship Weight 

Carton 

Number 

Capacity (in.) 

Depth (in.) 

Diameter 

Each (lbs.) 

Pack 

45457 

0-1-1/4 

1-7/64 

5/16 

1/2 

12 

45459 

0-1-1/4 

1-5/64 

5/16 

1/2 

12 

45458 

0-2-1/2 

1-11/16 

1/2 

1-1/3 

12 

45460 

0-2-1/2 

1-5/8 

1/2 

1-1/3 

12 

45454 

0-4 

3 

1/2 

2-1/2 

6 

45456 

0-6 

3-3/4 

5/8 

3 

6 
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Wilton® Copper Plated L-Clamps 


• Forged sliding arm design reduces 
clamping setup time 

• New hex nut design makes replacing 
pads and spindles easy 

• Copper plated spindles and 
Perma-Pad® resist welding spatter 

• Exclusive, ergonomic Wilton-Grip® 
provides comfort, speed and 
visibility (included on many sizes) 


Stock 

Model 

Nominal 

Throat 

Nominal 

Nominal 

Nominal 

Ship 

Carton 

Number 


Opening 

Depth 

Rail Size 

Clamping 

Spindle 

Weight 

Pack 



Capacity (in.) 

(in.) 

(in.) 

Pressure (lbs.) 

Diameter (in.) 

Each (lbs.) 


Light-Duty L-Clamps with Wilton-Grip® Handles 





63249 

6306B 

6 

3 

5/8x5/16 

1,000 

9/16 

2 

1 

63250 

6308B 

8 

4 

3/4 x 3/8 

1,000 

5/8 

2 

1 

63251 

631 OB 

10 

4-3/4 

7/8x7/16 

1,500 

5/8 

3 

1 

63252 

6312B 

12 

5-1/2 

1 x 15/32 

1,600 

3/4 

4 

1 

63253 

6316B 

16 

4-3/4 

1 x 15/32 

1,600 

3/4 

5 

1 

63254 

6320B 

20 

4-3/4 

1 x 15/32 

1,600 

3/4 

5 

1 

63255 

6324B 

24 

4-3/4 

1 x 15/32 

1,600 

3/4 

6 

1 

63256 

6332B 

32 

4-3/4 

1-11/16x1/2 

2,000 

3/4 

7 

1 

63257 

6340B 

40 

4-3/4 

1-11/16x1/2 

2,000 

3/4 

8 

1 

63258 

6348B 

48 

4-3/4 

1-11/16x1/2 

2,000 

3/4 

9 

1 

Regular-Duty L-Clamps with Wilton-Grip® 

Handles 





63259 

641 OB 

10 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

7 

1 

63260 

6412B 

12 

5-1/2 

1-3/16x9/16 

2,600 

3/4 

7 

1 

63261 

6416B 

16 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

8 

1 

63262 

6420B 

20 

5-1/2 

1-3/16x9/16 

2,600 

3/4 

9 

1 

63263 

6432B 

32 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

10 

1 

63264 

6440B 

40 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

12 

1 

63265 

6448B 

48 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

14 

1 

63266 

6460B 

60 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

16 

1 

Regular-Duty L-Clamps with Serrated Pads and Wilton-Grip® 

Handles 




63275 

6410BSE 

10 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

7 

1 

63276 

6412BSE 

12 

5-1/2 

1-3/16x9/16 

2,600 

3/4 

7 

1 

63277 

6416BSE 

16 

5-1/2 

1-3/16x9/16 

2,600 

3/4 

8 

1 

63278 

6420BSE 

20 

4-3/4 

1-3/16x9/16 

2,600 

3/4 

9 

1 

Heavy-Duty L-Clamps 

63267 

6512B 

12 

7 

1-9/16x3/4 

4,800 

7/8 

12 

1 

63268 

6516B 

16 

7 

1-9/16x3/4 

4,800 

7/8 

14 

1 

63269 

6520B 

20 

7 

1-9/16x3/4 

4,800 

7/8 

15 

1 

63270 

6524B 

24 

7 

1-9/16x3/4 

4,800 

7/8 

16 

1 

63271 

6532B 

32 

7 

1-9/16x3/4 

4,800 

7/8 

18 

1 

63272 

6540B 

40 

7 

1-9/16x3/4 

4,800 

7/8 

21 

1 

63273 

6548B 

48 

7 

1-9/16x3/4 

4,800 

7/8 

24 

1 

63274 

6560B 

60 

7 

1-9/16x3/4 

4,800 

7/8 

27 

1 

Heavy-Duty L-Clamps with Serrated Pads 

63279 

6512BSE 

12 

7 

1-9/16x3/4 

4,800 

7/8 

12 

1 

63280 

6516BSE 

16 

7 

1-9/16x3/4 

4,800 

7/8 

14 

1 

63281 

6520BSE 

20 

7 

1-9/16x3/4 

4,800 

7/8 

15 

1 

63282 

6524BSE 

24 

7 

1-9/16x3/4 

4,800 

7/8 

16 

1 
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Wilton® Copper Plated L-Clamp Replacement Parts 


• New hex nut design makes replacing 
pads and spindles easy 

• Pad tilts up to 36° with swivel ball joint 
for wider application use 

• Exclusive copper plating to resist 
welding spatter 



Clamp 

Stock 

Number 

Clamp 

Model 

Plain 

Pad 

Stock 

Number 

Serrated 

Pad 

Stock 

Number 

V-Pad 

Stock 

Number 

Nut 

Stock 

Number 

Joint with 
Spring Pin 
Stock 
Number 

Spindle and 
T-Handle with 
Spring Pin 
Stock Number 

Wilton-Grip® 

Handle 

Number 

Light-Duty L-Clamps with Wilton-Grip® Handles 





63249 

6306B 

— 

— 

— 

— 

— 

— 

63180 

63250 

6308B 

2909100 

2909200 

2909300 

1701700 

1701500 

1701600 

63180 

63251 

631 OB 

2909100 

2909200 

2909300 

1701700 

1701500 

1701600 

63180 

63252 

6312B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63253 

6316B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63254 

6320B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63255 

6324B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63256 

6332B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63257 

6340B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

63258 

6348B 

2909101 

2909201 

2909301 

1701701 

1701501 

1701601 

63181 

Regular-Duty L-Clamps with Wilton-Grip® 

Handles 





63259 

641 OB 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63260 

6412B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63261 

6416B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63262 

6420B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63263 

6432B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63264 

6440B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63265 

6448 B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63266 

6460B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

Regular-Duty L-Clamps with Serrated Pads and Wilton-Grip® Handles 

63275 

6410BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63276 

6412BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63277 

6416BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

63278 

6420BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701602 

63181 

Heavy-Duty L-Clamps 

63267 

6512B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63268 

6516B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63269 

6520B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63270 

6524B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63271 

6532B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63272 

6540B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63273 

6548B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63274 

6560B 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

Heavy-Duty L-Clamps with Serrated Pads 

63279 

6512BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63280 

6516BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63281 

6520BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 

63282 

6524BSE 

2909102 

2909202 

2909302 

1701702 

1701502 

1701603 

— 
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Wilton® Economy Series L-Clamps 

• Versatile, economy series L-clamps are designed for economical repetitive clamping 

• Offers generous throat depth, substantial clamping pressure at a competitive price 

• Steel swivel pads provide secure clamping 

• Black-oxide coating on spindle resists rust 



Stock 

Number 

Model 

Nominal Throat 

Opening Depth (in.) 

Capacity (in.) 

Nominal 
Rail Size 
(in.) 

Nominal 

Clamping 

Pressure (lbs.) 

Nominal Ship Weight Carton 

Spindle Each (lbs.) Pack 

Diameter (in.) 

63056 

606 

6 

4-3/4 

7/8x7/16 

1,500 


1/2 

2 

1 

63057 

608 

8 

4-3/4 

7/8x7/16 

1,500 


5/8 

2 

1 

63058 

610 

10 

4-3/4 

1-3/16x9/16 2,600 


5/8 

3 

1 

63059 

612 

12 

4-3/4 

1-3/16x9/16 2,600 


3/4 

4 

1 

63191 

616 

16 

4-3/4 

1-3/16x9/16 2,600 


3/4 

5 

1 

63192 

620 

20 

4-3/4 

1-3/16x9/16 2,600 


3/4 

5 

1 

63193 

624 

24 

4-3/4 

1-3/16x9/16 2,600 


3/4 

6 

1 

Replacement Parts 

Stock Model 

Number 

Plain Pad 

Stock 

Number 

Serrated Pad 
Stock 

Number 

V-Pad 

Stock 

Number 

Nut 

Stock 

Number 

Joint with Spring 

Pin Stock 

Number 

Spindle and 
T-Handle with 
Spring Pin 

Stock Number 

Wilton-Grip® 

Handle 

Stock 

Number 

63056 

606 

— 

— 

— 

— 

— 


— 

— 

63057 

608 

2909100 

2909200 

2909300 

1701700 

1701500 


1701600 

63180 

63058 

610 

2909100 

2909200 

2909300 

1701700 

1701500 


1701600 

63180 

63059 

612 

2909101 

2909201 

2909301 

1701701 

1701501 


1701601 

63180 

63191 

616 

2909101 

2909201 

2909301 

1701701 

1701501 


1701601 

63180 

63192 

620 

2909101 

2909201 

2909301 

1701701 

1701501 


1701601 

63180 

63193 

624 

2909101 

2909201 

2909301 

1701701 

1701501 


1701601 

63180 



Wilton® Pivot Handle L-Clamps 

• Wilton® Pivot Handle L-Clamps save time and increase performance in any shop 

• Specially designed to exert more leverage when clamping in restricted areas 
without added effort, our Pivot Handle L-Clamps are ergonomic and operator 
friendly 

• Rapid acting arm slides quickly into place for instant tightening and opens just as 
simple for easy repositioning 

• Protective caps help prevent marring 

• Arms are manufactured of drop-forged steel; the rails are made of 
heat-treated steel and plated in chrome and nickel for added durability 


Stock 

Number 

Model 

Opening 
Capacity (in.) 

Throat 

Depth (in.) 

Nominal 

Rail Size (in.) 

Clamping 
Pressure (lbs.) 

Spindle 
Diameter (in.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

Light-Duty Pivot Handle L-Clamps 







63060 

6106PH 

0-6 

3 

5/8x5/16 

1000 

9/16 

1-1/4 

1 

63148 

6112PHLT 

0-12 

4 

3/4 x 3/8 

1000 

5/8 

3 

6 

63150 

6120PHLT 

0-20 

4 

3/4 x 3/8 

1000 

5/8 

4 

4 

Regular-Throat Pivot Handle L-Clamps 

63062 

6110PH 

0-10 

4-3/4 

7/8x7/16 

1500 

5/8 

3 

1 

63063 

6112PH 

0-12 

5-1/2 

1 x 15/32 

1600 

3/4 

4-1/4 

1 

63064 

6116PH 

0-16 

4-3/4 

1 x 15/32 

1600 

3/4 

4-1/2 

1 

63065 

6120PH 

0-20 

4-3/4 

1 x 15/32 

1600 

3/4 

5 

1 

Deep-Throat Pivot Handle L-Clamps 

63070 

6216PH 

0-16 

6-7/8 

1-1/16x1/2 

1800 

3/4 

6 

1 

63071 

6224PH 

0-24 

6-7/8 

1-1/16x1/2 

1800 

3/4 

7-1/4 

1 


68 


Phone - 1-888-804-7129 • Fax - 1-888-605-2101 • e-mail - wmh@wmhtoolgroup.com • www.wmhtoolgroup.com 
































COLUMBIAN 



Columbian® Speed Clamps, 2-1/2" Throat Depth 

• Made of notched hardened steel, zinc plated 6x25mm l-rail 
designed to reduce flexing 

• Ductile cast iron jaws with non-marring pads 

• Ergonomic SUMOGRIP™ handle designed for a sure grip 
and increased clamping force 


Stock 

Number 

Throat 

Depth (in.) 

Max 

Opening(in.) 

Load Strength 
Nominal (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

43008 

2-1/2 

8 

1,050 

2 

6 

43012 

2-1/2 

12 

1,050 

2-1/4 

6 

43018 

2-1/2 

18 

1,050 

2-1/2 

6 

43020 

2-1/2 

20 

1,050 

3 

6 

43024 

2-1/2 

24 

1,050 

3 

6 

43030 

2-1/2 

30 

1,050 

3-1/4 

6 

43036 

2-1/2 

36 

1,050 

3-1/2 

6 

43040 

2-1/2 

40 

1,050 

4 

6 

*Handle and pads will change to yellow 


Columbian® Medium-Duty Steel Bar Clamps 

• Ergonomic SUMOGRIP™ handle for a sure grip 

• 30% more clamping pressure than standard bar clamps 

• Non-marring rubber pads provide protective cushion against damage 
to finished woodwork, fine metal, and plastic surfaces 


Stock 

Number 

Throat 

Depth (in.) 

Max 

Opening(in.) 

Min. Proof 

Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

42806 

2-1/2 

6 

850 

10 

6 

42812 

2-1/2 

12 

850 

12 

6 

42818 

2-1/2 

18 

850 

14 

6 

42824 

2-1/2 

24 

850 

15 

6 

42836 

2-1/2 

36 

850 

19 

6 

42840 

8-piece SUMOGRIP™ Bar Clamp Pads 


1 

6 


Columbian® Speed Clamps, Deep-Reach, 

4" Throat Depth 

• Made of notched hardened steel zinc, plated 7x27mm l-rail 
designed to reduce flexing 

• Ductile cast iron jaws with non-maring pads 

• Ergonomic SUMOGRIP™ handle designed for a sure grip 
and increased clamping force 


Stock 

Number 

Throat 

Depth (in.) 

Max 

Opening (in.) 

Load Strength 
Nominal (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

43112 

4 

12 

1,000 

2-3/4 

6 

43120 

4 

20 

1,000 

3-1/4 

6 

43124 

4 

24 

1,000 

3-3/4 

6 

43136 

4 

36 

1,000 

4-1/2 

6 

43140 

4 

40 

1,000 

4-3/4 

6 

*Handle and pads will change to yellow 
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Columbian® Light-Duty Steel Bar Clamps 

The ideal clamps for the cabinet maker, woodworker, craftsman and 
for light duty metal applications. 

• Ratcheting clutch provides quick adjustment at any point 

• Long, woodscrew handles (3-1/2") for secure hold and easy gripping 

• Protective caps included to prevent marring of work 

• 1/4" x 3/4" zinc plated steel bar, 3/4" swivel pad, 2-1/2" throat depth 

• Ductile frame with baked enamel finish 


Stock 

Number 

Size 

(in.) 

Throat 
Depth (in.) 

Min. Proof 
Test (lbs.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

42906 

6 

2-1/2 

600 

1.5 

6 

42912 

12 

2-1/2 

600 

1.9 

6 

42918 

18 

2-1/2 

600 

2.1 

6 

42924 

24 

2-1/2 

600 

2.5 

6 

42930 

30 

2-1/2 

600 

2.9 

6 

42936 

36 

2-1/2 

600 

3.2 

6 



Wilton® Regular-Duty Steel Bar Clamps 

The ideal clamps for the metalworker, woodworker and craftsman. 

• Long, woodscrew handles (4-1/8") for secure hold and easy gripping 

• Protective caps included to prevent marring of work 

• Ratcheting clutch provides quick adjustment at any point 

• 5/16" x 1" zinc plated steel bar, 1" swivel pad, 3-1/2" throat depth 

• Ductile frame with baked enamel finish 


Stock 

Size 

Throat 

Load 

Ship Weight 

Carton 

Number 

(in.) 

Depth (in.) 

Capacity 

Each (lbs.) 

Pack 

53306 

6 

3-1/2 

1000 

2.5 

6 

53312 

12 

3-1/2 

1000 

3 

6 

53318 

18 

3-1/2 

1000 

3.5 

6 

53324 

24 

3-1/2 

1000 

4 

6 

53336 

36 

3-1/2 

1000 

5.1 

6 


Wilton® Heavy-Duty Steel Bar Clamps 

Heavy-duty bar clamp design, ideal for the metalworker, woodworker and 
craftsman. 

• Ratcheting clutch provides quick adjustment at any point 

• Long, woodscrew handles (4-3/4") for secure hold and easy gripping 

• 5/16" x 1" zinc plated steel bar, 1" swivel pad, 5" throat depth 

• Ductile frame with baked enamel finish 

Stock 

Number 

Size 

(in.) 

Throat 

Depth (in.) 

Load 

Capacity 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

53506 

6 

5 

1600 

4.5 

6 

53512 

12 

5 

1600 

5 

6 

53518 

18 

5 

1600 

5.9 

6 

53524 

24 

5 

1600 

6.3 

6 

53536 

30 

5 

1600 

8.2 

6 
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Wilton® Bar Clamp Pads 

Heavy-duty PVC pads that protect and hold finished woodwork and fine metal 
work surfaces away from damage. 

• Slides easily onto work surface to protect surface from metal jaws 

• Recommended for use with Wilton® Bar Clamps 

• Two of each pad included in set 

Stock Size Throat Unit Ship Weight Carton 

Number (in.) Depth (in.) Packaging Each (lbs.) Pack 


53237 


2 - 1/2 


2 - 1/2 


53337 


3-1/2 


2 - 1/2 


53537 


2 - 1/2 


Wilton® Regular-Duty "I" Bar Clamps 

A rapid acting powerful clamp designed and constructed for hard, everyday 
production work. 

• Patented, quick action, no slip clutches are 3/4" apart and formed in the 
web for greater bar strength 

• High strength ductile slide cannot slip or bind, easily released 

• Steel handle, with comfortable wood crank handle for fast clamping 

• Bar dimension is 7/16" x 1-1/2" x 5/32", screw diameter is 5/8" 

• Throat depth is 1-13/16" and clamp face is 1-7/8" 

Stock Max. Load Ship Weight 

Number Opening (ft.) Capacity Each (lbs.) 


21801 


6,000 


21802 


2 - 1/2 


6,000 


7-1/2 


21803 


6,000 


21804 


6,000 


9-1/2 


21805 


6,000 


10 - 1/2 


21806 


6,000 


Wilton® T-Bars 

• Malleable iron head and slide allow these bars to be used in heavy-duty 
applications 

• Main screw has rolled Acme threads for smooth movement and increased 
resistance to wear 

• Sliding head is fastened to the T-Bar by inserting a steel pin through any of 
the holes located on the bar 

• Designed for applications that require extra resilience under extreme 
pressure 

• Can be permanently fixed onto the workbench 


Stock 

Number 


Capacity 

(in.) 


Overall Bar 
Length (ft.) 


39100 

30 

3 

39101 

42 

4 

39102 

54 

5 


39103 
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Steel Pipe Clamp Fixtures 

Designed for use on any length 1/2" or 3/4" threaded pipe. 

• Clamps are high strength iron and have steel components 

• Multiple disc clutch provides instant adjustment secure hold and quick release 


Stock 

Number 

Model 

Pipe 

Size (in.) 

Clamp 

Face (in.) 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

63110 

450 

3/4 

1-3/4 

3 

4 

63111 

452 

1/2 

1-1/2 

2 

4 


Steel Pipe Clamp Fixture—Deep-Throat 

Ideal for any applications where extra deep-reach is required. 



• Moveable and stationary parts are made of heavy-duty, ductile cast iron for added strength 



• Multiple disc clutch provides sliding jaws with instant adjustment, 
and quick release 

• 8-1/2 pound, 2-piece design fits on any 3/4" pipe 

Stock Model Pipe Clamp Ship Weight Carton 

Number Size (in.) Face (in.) Each (lbs.) Pack 

14870 530 3/4 2 x 1-3/4 9 1 


Deep-Throat Pipe Clamps Fixture 

Designed for deep-reach. 

• May be mounted in reverse position to push or spread work apart 

• Multiple disc clutch provides sliding jaws with instant adjustment, secure hold and release # 

• Wing nut handle for working in close quarters 


Stock 

Pipe 

Clamp 

Throat 

Weight 

Number 

Size (in.) 

Face (in.) 

Depth 

(lbs.) 

45600 

3/4 

1 

2-1/2 

2-1/2 


Pipe Clamp Pads 

Heavy-duty PVC pads that protect and hold finished woodwork and 
fine metal work surfaces from damage. 

• Good on 3/4" pipe clamp, catalog numbers 450, 500, 530, and 48000 


Stock 

Number 

Model 

Unit 

Packaging 

Ship Weight 
Each (lbs.) 

Carton 

Pack 

45510 

451 

4 

1-1/4 

6 

63112 

453 

4 

1/4 

12 


Gluing Clamp Stabilizers 

Eliminates the need for wood blocks, seperate pads and saddles. 

• Good on 3/4" pipe clamp, catalog numbers 450, 500, 530, and 48000 


Stock Model 
Number 


Unit 

Packaging 


Ship Case 
Qty. 


Ship Weight 
Each (lbs.) 


45800 


45800 


1/4 


Work Protecting Clamp Pads 

Specially designed for Wilton®, Columbian® and Brink & Cotton® clamp 
fixtures and bar clamps, but will fit any clamp face up to 1-3/4" wide. 


Stock 

Number 


Pads 
per set 


Ship Weight 
Each (lbs.) 


45700 


1/4 



Phone - 1-888-804-7129 • Fax - 1-888-605-2101 • e-mail - wmh@wmhtoolgroup.com • www.wmhtoolgroup.com 























COLUMBIAN 


Handscrew Clamps 

Designed for the craftsman who needs evenly controlled clamping pressure 
for gluing or assembly work. 



• Jaws are of select straight grain kiln dried maple, seasoned and oiled 

• Cold drawn steel spindles with quick acting, double lead thread 


Stock 

Model 

Jaw 

Max. Jaw 

Throat 

Spindle 

Ship Weight 

Carton 

Number 


Length (in.) 

Opening (in.) 

Depth (in.) 

Diameter (in.) 

Each (lbs.) 

Pack 

71334 

9004HS 

4 

2-1/4 

2 

1/4 

3/4 

6 

71335 

9005HS 

5 

2-3/4 

2-1/2 

1/4 

3/4 

6 

49006 

006 

6 

3 

3 

5/16 

1-1/4 

6 

49008 

008 

8 

5 

4 

7/16 

2-1/2 

6 

49010 

010 

10 

7 

5 

7/16 

3-1/4 

6 

49012 

012 

12 

9-1/4 

6 

7/16 

4-3/8 

6 

49014 

014 

14 

10-3/4 

7 

7/16 

5-3/4 

6 



14898 


14897 



Spring Clamps 

• Nickel plated for durability and corrosion resistance 

• Tempered steel spring maintains substantial pressure 
at the jaw tips 

• Ergonomic-shaped handles and jaws are available 
with polyvinyl covers for comfort, as well as 
protection of workpieces 


Stock Model Max. Opening Overall Ship Weight Carton 

Number Size (in.) Length (in.) Each (lbs.) Pack 

Steel Spring Clamps With Protective Handles and Tips 


14896 

634 

1 

4 1 

12 

14897 

636 

2 

6 1 

12 

14898 

639 

3 

9 1 

6 

Steel Spring Clamps Without Protective Handles and Tips 

14904 

635 

1 

4 1 

12 

14905 

637 

2 

6 1 

12 

14906 

638 

3 

9 1 

6 



Flex-Jaw Nylon Spring Clamps 

• Constructed from high-strength nylon material, so it's lightweight, 
impact-resistant and rust-free 

• Tips flex to conform to work surfaces 

• Special designed handle provides comfortable grip 

• Great for indoor, outdoor, hobby, camping and woodworking applications 


Stock 

Number 

Model 

Max. Opening 

Pipe Size (in.) 

Overall 

Length (in.) 

Carton 

Pack 

Ship Weight 
Each (lbs.) 

63096 

— 

3/4 

3-1/2 

36 

1/16 

63099 

631 

1 

4 

20 

1/4 

63098 

632 

2 

6 

20 

3/8 

63097 

633 

3 

9 

10 

1-1/2 

10 Piece Set 

63103 

630 

4-1" spring clamps 
4-2" spring clamps 
2-3" spring clamps 


12 

3-1/4 
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Hold Down Clamp 


Ductile iron frames with rolled thread, steel screw and crosspin. 

• Furnished with two bolts for mounting anywhere 
on a workbench or work table 


Stock Opening Ship Weight Carton 

Number (in.) Each (lbs.) Pack 

41603 3 2-1/2 6 



90° Steel Angle Clamps 


The 90° angle clamp is made of high quality cast iron. 

• The copper plated spindle pivots allowing the moveable jaw 
to securely grip parts at 90° 

• Slotted holes are provided in the base for convenient workbench mounting 

• Work surfaces (including base) are milled for added precision 


Stock 

Number 

Model 

Capacity 
Miter (in.) 

Jaw 

Height (in.) 

Jaw 

Length (in.) 

Ship Weight 

Each (lbs.) 

64000 

AC-325 

3-11/32 

1-3/8 

4-1/8 

8-1/2 

64002 

AC-326 

4-3/8 

2-3/8 

4-1/8 

18 



90° Aluminum Angle Clamp 

Designed to always clamp and align material to a 90° angle 

• The steel rear jaw swivels, allowing for secure clamping 
of different material thickness 


Stock Model Clearance For Ship Weight Carton 

Number T-Joints Each (lbs.) Pack 

44323 AC-323 1-1/8 2-3/4 6 



90° Aluminum Angle Clamp 


Designed with self-centering jaws to quickly adjust to work pieces 

• Squarely machined sides and base provide secure and precise clamping 

• Oblong holes in base for use in mounting clamp to workbench 


Stock Model Throat Capacity Jaw Jaw Ship Weight Carton 

Number Depth (in.) Miter (in.) Height (in.) Length (in.) Each (lbs.) Pack 

44324 AC-324 4 2-3/4 1-3/8 2-1/4 2-3/4 12 
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Saw Buddy™ 

Stops saw blade from binding in material 
Stops material from flapping during cut 
Stops splintering at end of cut 

Stops lateral movement (fanning) of material when cutting multiple pieces 

Stock Nominal Ship Weight Carton 

Number Opening (in.) Each (lbs.) Pack 

49000 3/4 3 10 



Professional & Handyman Frame / Case Clamps 

• Creates even jointing pressure at all corners on any frame configuration, 
holders can be removed 

• Opening capacity: 2-5/8" x 2-5/8" to 36" x 36" 

Stock Model Nominal Nominal Nomial Nominal Ship Weight Carton 

Number Opening Throat Rail Size Clamping Each (lbs.) Pack 

(in.) Depth (in.) (in.) Pressure (lbs.) 

63108 146 8 4 1 x 15/32 1^900 3 1 


Web Band Clamp 



• Rugged band clamp has 15 feet of nylon strap 

• 1" wide band 

• Four corner pieces included 

Stock Model Nominal Clamping Ship Weight Carton 

Number Pressure (lbs.) Each (lbs.) Pack 

48910 115 1000 1-1/4 ~ 


90° Corner Clamp 



Clamps or butts joints at true 90° angle for making picture frames, screens, 
storm doors and windows 

Holds work of different widths up to 3-1/2" (89mm), leaving joints fully 
exposed for nailing, gluing, doweling, or for making mitre corrections 

Two countersunk holes permit mounting to work surface 
Made of die-cast aluminum alloy 


Stock Throat Maximum Ship Weight Carton 

Number Depth (in.) Opening (in.) Each (lbs.) Pack 

48404 1-5/8 3 3/4 IQ - 
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